SEPA Environmental Event Report 


Elms Event Number ENV/0900641 Notification Number 1 

Event Description Odour complaint for 2 Sisters 


Reported By 

Surname 

Forename 

Organisation Contact 

Name 

Address 1 

Address 2 

Address 3 

T own 

Post Code 

Tel No 

Fax No 

Email Address 

Receiving Officer 

Time Received 14:33:00 

Date Received 08-AUG-19 


Location 


Origin Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 15:15:00 

Date Responded 08-AUG-19 

Within 24? Yes 

Located Notifiers Address? Yes 


Date Event Occurred 08-AUG-19 

Site Name 2 Sisters Poultry Limited, Coupar Angus RSASite? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 


Impact Category 4 - Other 

Cause Operational Failure 

Source IPC/PPCpartA 

Potential Hazard 

Complainants Notified? Yes Details 


Type Odour 

Sector Industry 

Sepa Activity PPC 
Farm Name 
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SEPA Environmental Event Report 


Action 

Description 


Odour complaint received described as a combination of a gas leak / dead bodies / stale and is rated as 5/5. the 
complainant has had to close all windows. The odour was first noted at 13:20 and remained present at the time of 
the call. 

Following previous complaints, SEPA are aware that 2 Sisters have run out of Sodium Hypochlorite, a chemical used in 
their ododur abatement scrubber. This ran out on Monday 5th August and they are awaiting delivery. (Delivery made 8th 
Auagust and system now confirmed to be fully operational.) 

SEPA Officer contacted the site to request an investigation into the source of the odours to ensure that 

there is no other source aside from the non-operational Sodium Hypochlorite scrubber. Site stated the feather shed door 
was opened between 12:30 - 12:50 while activities were undertaken, which may have resulted in odours at this time. 
Other details provided but no other corresponding source identified. 

contacted complainant at 15:56 on 08/08/19 to inform of the likely source and that SEPA are pressing site to rectify 
as soon as possible. 

Np further action required. 
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